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LIMITED OFFICIAL USE 

PAGE 01 BANGKO 14208 180958Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-00 SYE-00 /016W 

014686 181002Z/10 

PR 180937ZMAY78 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC PRIORITY 4704 
AMEMBASY VIENTIANE 


Message Text 


LIMITED OFFICIAL USE BANGKOK 14208 

STATE FOR A/SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: VIENTIANE ALARM PROJECT 

1 . ALARM INSTALLATION TEAM EQUIPPED AND READY TO GO BUT STILL 
HAVE NOT BEEN ABLE TO OBTAIN LAO VISAS IN BANGKOK. EMBASSY 
VIENTIANE HAS NOTIFIED OFEICE THAT LAO FOREIGN MINISTRY GRANTED 
VISAS, BUT APPROVAL HAS NOT FILTERED DOWN TO BANGKOK. 

2. WILL NOTIFY IMMEDIATE WHEN PAPERWORK IS IN HAND AND PLANS EIRM. 
WHITEHOUSE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGKO14208 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780209-0346 

Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780547/aaaabnc].tel 

Line Count: 37 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 41d8309b-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 7 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2656469 
Secure: OPEN 
Status: NATIVE 

Subject: VIENTIANE ALARM PROJECT 

TAGS: ASEC 

To: STATE VIENTIANE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/41d8309b-c288-dd11-92da-001cc4696bcc 
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